52      DOCKETED ITEMS

9004300032 Forwards Initial SALP 8 Repts 50-254/89-01 & 50-265/89-01 for Oct 1988

-  Nov 1989.Conduct of nuclear activities in connection w/plant satisfactory.Overall im-
provement in performance noted.Problems w/procedural adequacy noted.
DAVIS.A.B. Region 3, Ofc of the Director. 90/02/02. REED.C. Commonwealth Edison
Co. 3pp. 53664:308-53664:347.

-9004300050 Initial SALP Repts 50-254/89-01 & 50-265/89-01 for Oct 1988 - Nov
1989.

*  Region 3, Ofc of the Director. 90/02/02. 37pp. 53664:311-53664:347.

9004300141 Forwards Exam Rept 50-254/OL-90-01 administered during wk of 900319.
WR1GHT.G.C. Region 3, Ofc of the Director. 90/04/12. REED.C. Commonwealth
Edison Co. 2pp. 53636:061-53636:068.

-9004300143 Exam Rept 50-254/OL-90-01 on 900319-22.Exam results:all three senior
reactor operator candidates & three reactor operator candidates passed operating &
written exams.
BUCKLEY.G.D. Region 3, Ofc of the Director. 90/04/12. 6pp. 53636:063-53636:068.

9005040043 Forwards Safety Insp Repts 50-456/90-11,50-457/90-14, 50-454/90-13,50-
455/90-12,50-237/90-14,50-249/90-13, 50-373/90-07,50-374/90-08,50-254/90-07,50-
265/90-07, 50-295/90-10 & 50-304/90-11 on 900220-0404.

GREGER.LR. Region 3, Ofc of the Director. 90/04/20. REED,C. Commonwealth
Edison Co. 2pp. 53725:356-53725:361.

-9005040048 Insp Repts 50-456/90-11,50-457/90-14,50-454/90-13, 50-455/90-12,50-
237/90-14,50-249/90-13,50-373/90-07, 50-374/90-08,50-254/90-07,50-265/90-07,50-
295/90-10 & 50-304/90-11 on 900220-0404.No violations noted.
KUNOWSKI.MA Region 3, Ofc of the Director. 90/04/20. 4pp. 53725:358-53725:361.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc fist enci.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005010086 Forwards response to NRC Bulletin 90-002 re BWR problems w/excessive
channel box bow resulting in loss of thermal margin.End B providing methodology to
determine channel bow critical power ratio adjustment withheld (ref 2.790).
R1CHTER.M.H. Commonwealth Edison Co. 90/04/26. Document Control Branch (Doc-
ument Control Desk). 12pp. 53666:101-53666:112.

9005030052 Requests schedule for meeting commitments,including results of fracture
mechanics analyses.results of boat sample metallurgical exams & plan for future insp
for all BWRs that may be susceptible to cracking within 7 days of Itr date.
OLSHAN.LN.   Project  Directorate   III-2.   90/04/27.   KOVACH.TJ.  Commonwealth
Edison Co. 3pp. 53701:289-53701:291.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.EQ. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005070244 Forwards preliminary rept of IGSCC insp results.Flaw indication detected in
weld overlay matl of Weld 02J-S3 & removed by boat sample & std weld overlay
thickness restored.Final rept will be forwarded within 30 days.
STOLS.R. Commonwealth Edison Co. 90/05/01. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 8pp. 53747:250-53747:257.

9005140131 Responds to NRC 900404 Itr re violations noted in Insp Repts 50-254/90-
02 & 50-265790-02.Corrective actionsrcontinuous fire watch initiated & training con-
ducted on procedure rev.

KOVACH.TJ. Commonwealth Edison Co. 90/05/02. DAVIS.A.B. Region 3, Ofc of the
Director. 4pp. 53821:100-53821:103.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413), 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140114 Forwards schedule for submitting info re reactor vessel head insp in re-
sponse to 900427 requestRepts "Structural Evaluation of Cracks in Top Head at
Quad-Cities Nuclear Plant..." & "Safety Evaluation Quad-Cities...." also encl.
STOLS.R. Commonwealth Edison Co. 90/05/04. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 3pp. 53830:012-53830:065.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170059 Informs that util responses to NRC Bulletin 88-004, "Potential Safety-Relat-
ed Pump Loss," acceptable.Evaluation of actions should be maintained for at least 2

CIS!

3LSHAN.L.N.   Project   Directorate   III-2.   90/05/14.   KOVACH.TJ.   Commonwealth
Edison Co. 4pp. 53855:265-53855:268.

9005230168 Forwards Safety Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-
0428 & notice of violation.

SHAFER.W.D. Region 3, Ofc of the Director. 90/05/15. REED.C. Commonwealth
Edison Co. 2pp. 53918:319-53918:337.

-9005230170 Notice of violation from insp on 900318-0428.Violation noted:failure to
provide adequate instructions to foreman & acceptance criteria to QC inspector.
SHAFER.W.D. Region 3, Ofc of the Director. 90/05/15. 1p. 53918:321-53918:321.

-9005230172 Insp Repts 50-254/90-06 & 50-265/90-06 on 900318-0428. Violations
noted.Major areas inspected:plant ope rations, ESF sys.radiological controls.maint &
surveillance.emergency preparedness.security & engineering/technical support.
HINDSJ.M. Region 3. Ofc of the Director. 90/05/15. 16pp. 53918:322-53918:337.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030195 "Radwaste & Environ Monitoring Annual Rept 1989." W/900323 Itr.
BAX.R.L Commonwealth Edison Co. 89/12/31. 275pp. 53721:001-53721:275.

9005070131 Forwards Part 3 of 1989 operating rept.W/o rept.
BAX.R.L Commonwealth Edison Co. 90/03/23. DAVIS.B. Region 3, Ofc of the Direc-
tor. 1p. 53744:358-53744:358.

9005160004 Monthly operating repts for Apr 1990 for Quad-Cities Units 1 & 2.W/
900503 Itr.

DEELSNYDER.LF.,   ROBEY.R.A.   Commonwealth   Edison   Co.   90/04/30.   25pp.
53834:229-53834:253.

9005170031 Forwards listing of changes.tests, & experiments completed during Apr
1990.

ROBEY.R.A. Commonwealth Edison Co. 90/05/03. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 13pp. 53855:252-53855:264.

S. Reportable occurrences, LERs & related correspondence

9004270301 Summary of Operating Reactors Events Briefing 90-010 on 900418-Reactor
scram statistics for wks ending 900408 & 15 discussed.

SWETLAND.P.D. Events Assessment Branch. 90/04/19. ROSSI.C.E Division of Oper-
ational Events Assessment (Post 870411). 16pp. 53651:330-53651:345.

9005070240 Advises of listed value for secondary containment.per NRC request for addl
info re LER 50-254/87-025.Value based on info contained in plant FSAR.
STOLS.R. Commonwealth Edison Co. 90/05/01. MURLEYJ.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 53747:279-53747:279.

9005170060 LER 90-016-00:on 900412,determined that plant in unanalyzed condition
due to motor control ctr 28/29-5 relay drift. Caused by utilizing CR2820 relay in
application.Relay time adjusted & relay replaced w/Agastat relay.W/900511 Itr.
WALSH.B.,   LUEBBE.D.,   BAX.R.L   Commonwealth   Edison   Co.   90/05/11.   6pp.
53808:114-53808:119.

V. Operator Examinations

9004300141 Forwards Exam Rept 50-254/OL-90-01 administered during wk of 900319.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/12. REED.C. Commonwealth
Edison Co. 2pp. 53636:061-53636:068.

-9004300143 Exam Rept 50-254/OL-90-01 on 900319-22.Exam results:all three senior
reactor operator candidates & three reactor operator candidates passed operating &
written exams.

BUCKLEY.G.D., NEJFELT.G.M., JORDAN.M. Region 3, Ofc of the Director. 90/04/12.
6pp. 53636:063-53636:068.

9005030362 Informs that RL Dickherber submitted answer to orders issued to util &
Dickherber on 900413.Requests util provide views re adequacy of company controls
for work hours in view of info provided by Dickherber at Page 13 of answer.
LIEBERMANJ. Ofc of Enforcement (Post 870413). 90/05/01. REED.C. Common-
wealth Edison Co. 2pp. 53705:007-53705:008.

9005030369 Responds to 900413 answer submitted on behalf of RL Dickherber.NRC
intends to request that Dickherber empioyer.Comm Ed.provide NRC w/comments &
observations on Dickherber performance & response.

LIEBERMANJ. Ofc of Enforcement (Post 870413). 90/05/01. LEFSTEIN.S.R. Kate,
McAndrews, Batch, Lefstein & Fieweger (formerly Katz, McAndrews, Durkee, B. 2pp.
53705:009-53705:010.

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.Reliability.On-Line Testing of Reactor Trip Sys."
